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msteele@ehs.umass.edu; sdumond@collinselectricco.com; Long, Suzanne (DPH); Wall, 
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Wade Wright, Senior Mechanical Engineer 

RDK Engineers 

200 Brickstone Square 

Andover, MA 01810-1488 

Tel: (978) 296-6228 

Fax: (978) 296-6229 

E-Mail: wwright@rdkengineers.com 

Website: http://www.rdkengineers.com 
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